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Cytotoxic therapy 
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D-dimer assays, comparison of D-dimer and fibrin degradation product 
assays to detect disseminated intravascular coagulation, 345 
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Density gradient centrifugation, rapid method to isolate platelets from 
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Diarrhea 
chronic intractable diarrhea of infancy, in gastrointestinal microvillus 
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comparison of latex agglutination test for Clostridium difficile and 
rapid enzyme immunoassays for clostridial toxins versus tissue 
culture assay for cytotoxin B in stools of patients suspected of 
having C. difficile-associated diarrhea, 345 
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Disseminated intravascular coagulation, comparison of D-dimer and fi- 
brin degradation product assays to detect disseminated intravas- 
cular coagulation, 345 
Disseminated Pneumocystis carinii, detection of, monoclonal antibody 
and silver staining compared, 13 
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malin-fixed tissue, 98 
Ductal carcinoma 
analysis of proliferative fraction in infiltrating ductal breast carcinoma 
using proliferating cell nuclear antigen in formalin-fixed embed- 
ded tissue, comparison with S-phase flow cytometric analysis, 
345 
size of ductal carcinoma in situ, pathologic and mammographic cor- 
relative study of, 345 
Duodenal biopsy, duodenal biopsy specimens in HIV-infected patients, 
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DVV test, evaluation of DVV test in detection of lupus inhibitors in 
plasma, 345 
Dyserythropoiesis, congenital dyserythropoietic anemia type II diagnosed 
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bone marrow dysplasia, 473 
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correlation of epidermal growth factor receptor with dysplasia and 
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Encephalitozoon infection, pathologic spectrum of microsporidiosis in 
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cytomegalovirus infections in patients with heart transplants, 205 
Endothelial function, modulation of vascular function, measured using 
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Endothelin-1, endothelin-1 release from human endothelial cells in vitro 
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Epidermal growth factor receptor 
correlation of epidermal growth factor receptor with dysplasia and 
adenocarcinoma in Barrett’s esophagus, 345 
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Epstein-Barr virus 
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Epstein-Barr virus-associated anaplastic large cell lymphoma in renal 
transplant patients, 312 
Epstein-Barr virus-infected cells in blood or bone marrow of bone 
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rapid detection of Epstein-Barr EBER1 small nuclear RNA in for- 
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Estrogen receptors 
p53 and c-erbB-2 protein expression in breast carcinomas, 408 
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FACSPrep, FACSPrep for automated whole-blood lysis and staining as 
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nation of Factor VIII activity, 345 
Factor XIIla, Factor XIIIla and CD34 antigen in hemangioblastomas of 
central nervous system, 345 
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immunohistochemical characterization of endocrine pancreas in ma- 
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Fibrin degradation product assays, comparison of D-dimer and fibrin 
degradation product assays to detect disseminated intravascular 
coagulation, 345 
Fibrinogen, fibrinogen measurement using bedside whole-blood assay, 
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Fibrinolysis, excessive fibrinolysis in amyloidosis associated with elevated 
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Fibrocystic change, breast carcinoma simulating fibroadenoma or fibro- 
cystic change by fine-needle aspiration, 155 
Fine-needle aspiration 
breast carcinoma simulating fibroadenoma or fibrocystic change by 
fine-needle aspiration, 155 
of breast lesions, 345 
intraoperative fine-needle aspiration of pancreatic lesions, 345 
open biopsy versus, in breast carcinoma, 145 
Fine-needle core biopsy, DNA analysis by flow cytometric analysis of 
paraffin-embedded fine-needle core biopsy specimens of prostate, 
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Fites stain, assessment of Mycobacterium avium-intracellulare infection 
using blood cultures and bone marrow biopsy specimens stained 
with Kenyon and Fites stains, anti-BCG, and anti-M. duvali, 
effects of liposomal gentamicin therapy and, 345 
Fixed tissue, optimization of DNA extraction for formalin-fixed tissue, 
in Duchenne muscular dystrophy, 98 
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using proliferating cell nuclear antigen in formalin-fixed embed- 
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method, 345 
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DNA analysis by flow cytometric analysis of paraffin-embedded fine- 
needle core biopsy specimens of prostate, 345 
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mustard therapy in rheumatoid arthritis, 345 
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predialysis serum compared to postdialysis serum and, in uremia, 
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Formalin-fixed tissue 
analysis of proliferative fraction in infiltrating ductal breast carcinoma 
using proliferating cell nuclear antigen in formalin-fixed embed- 
ded tissue, comparison with S-phase flow cytometric analysis, 
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detection of Pneumocystis carinii and, monoclonal antibody and silver 
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expression in gastrointestinal stromal tumors, 345 
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Gene rearrangements 

comparison of polymerase chain reaction to Southern analysis for 
detection of immunoglobulin, heavy chain, gene rearrangements, 
345 

major phenotype of large granular T-cell lymphoproliferative disorder, 
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Gentamicin, assessment of Mycobacterium avium-intracellulare infection 
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Glucose-phosphate isomerase, glucose-phosphate isomerase deficiency 
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Glucose testing, cost analysis of bedside glucose testing, 382 
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Glycoproteins 
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Gynecologic tumors 
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Hairy cell leukemia, diagnosis of bone marrow involvement in paraffin- 
embedded sections, with monoclonal antibody DBA.44, 26 
Hand mirror cell, acute lymphoblastic, 526 
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histopathologic and molecular profile of human cytomegalovirus in- 
fections in patients with heart transplants, 205 
morphology of postcardiac transplant lymphomas, 345 


Heavy chain gene rearrangements, comparison of polymerase chain re- 
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Helicobacter pylori, Helicobacter pylori-related gastritis and gastric ulcer, 
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Hemangioblastoma, Factor XIIla and CD34 antigen in hemangioblas- 
tomas of central nervous system, 345 
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dothelioma, 545 
Hemangioma 
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Hematology 
advances in past decade in automated hematology, S11 
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Hematology analyzers 
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345 
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blood calibrators, 623 
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Hemolytic uremic syndrome, treatment of patients with chemotherapy- 
associated thrombocytopenic purpura/hemolytic uremic syn- 
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Hemophagocytosis, primary Epstein-Barr virus infection with clonal T- 
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topsies, 345 
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Hepatitis B virus 

evidence that hepatitis D virus needs hepatitis B virus to cause he- 
patocellular damage, 554 
histologic changes in Chinese patients with chronic hepatitis B virus 
infection after interferon-a therapy, 402 
Hepatitis C testing, 4 
comparison of Ortho’s EIA and RIBA II tests and, 8 
Hepatitis C virus. See also Non-A,non-B hepatitis 
detection of antibodies to hepatitis C virus in urine, 345 
hepatitis C virus in peripheral blood mononuclear cells, 392 
histologic changes in liver biopsy specimens produced by recombinant 
interferon a-2b therapy for chronic non-A,non-B viral hepatitis, 
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recombinant immunoblot assay in assessment of hepatitis C virus 
infections, 345 
Hepatitis D virus, 552 
evidence that hepatitis D virus needs hepatitis B virus to cause he- 
patocellular damage, 554 

Hepatocellular damage, evidence that hepatitis D virus needs hepatitis 
B virus to cause hepatocellular damage, 554 

Hereditary erythroblastic multinuclearity, congenital dyserythropoietic 
anemia type II diagnosed in 69-year-old patient with iron over- 
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Histiogenesis, DNA content and proliferative activity in ovarian small- 
cell carcinomas of hypercalcemic type, 579 
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Human cytomegalovirus, histopathologic and molecular profile of human 
cytomegalovirus infections in patients with heart transplants, 205 
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Iduronate-2-sulfatase, molecular genetics of Hunter syndrome, charac- 
terization of mutations in gene encoding human iduronate-2- 
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Immunoblot assay, recombinant immunoblot assay in assessment of 
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G and M anti-cardiolipin antibodies in patients with systemic 
lupus erythematosus, 449 
M, clinical significance of immunoglobulin A versus immunoglobulins 
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carcinoma, polymerase chain reaction study of, 116 
Immunogold labeling, prefixation, preembedding immunogold labeling 
of live human sperm, 345 
Immunohistochemistry 
automated immunohistochemical analysis, $35 
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follicular lymphoma of compartmentalized small cleaved center cells 
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icance, detection at 37° Celsius but not by indirect anti-human 
globulin test, 345 


A.J.C.P. * December 1992 


662 


INDEX OF 


SUBJECTS 


Infarction, adrenal hemorrhages and infarction in burn patient autopsies, 
345 
Infection 
infection versus aseptic loosening in revision arthroplasty, predictive 
value of frozen section and other laboratory tests, 345 
primary and recurrent, histopathologic and molecular profile of human 
cytomegalovirus infections in patients with heart transplants, 205 
Infectious mononucleosis, fatal, primary Epstein-Barr virus infection 
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primary Epstein-Barr virus infection with clonal T-cell lymphopro- 
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blood group-related antigen expression in, 67 
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345 
Ki-67 
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proliferative cell fractions in cytology specimens, in esophageal car- 
cinoma, 161 
Kidd autoantibodies, development of alloanti-Jk* in patient with he- 
molytic anemia due to autoanti-Jk®, 542 
Kidney 
detection of EBV in renal biopsies from patients with idiopathic in- 
terstitial nephritis, 345 
Epstein-Barr virus-associated anaplastic large cell lymphoma in renal 
transplant patients, 312 
fatal disseminated Conidiobolus coronatus infection in renal transplant 
patient, 559 
Pastuerella multocida endocarditis, 565 
serum anodal trypsinogen as marker of pancreas rejection in pancre- 
aticoduodenal renal allografts, 345 
vimentin and keratin staining in low-grade granular renal neoplasms, 
345 
Kirby-Bauer system, comparison of Kirby-Bauer, Microscan, Pasco, and 
Vitek systems for detection of methicillin-resistant Staphylococcus 
aureus, 345 


L 


Laboratory reporting, laboratory report forms for HIV-1 antibody testing, 
199 
Laboratory-to-physician communication, laboratory report forms for 
HIV-1 antibody testing, 199 
Laminin, pure mucinous breast carcinoma, DNA ploidy and basement 
membrane laminin distribution in, 345 
Large cell lymphoma, anaplastic, Epstein-Barr virus-associated anaplastic 
large cell lymphoma in renal transplant patients, 312 
Latex agglutination 
comparison of latex agglutination test for Clostridium difficile and 
rapid enzyme immunoassays for clostridial toxins versus tissue 
culture assay for cytotoxin B in stools of patients suspected of 
having C. difficile-associated diarrhea, 345 
rapid therapeutic monitoring of anticonvulsants in whole blood using 
Biotrak turbidimetric latex agglutination assay, 345 
Lead poisoning 
childhood lead intoxications via home use of traditional, low-fired 
Mexican pottery, 345 
in inner city children in Washington, DC, 345 
Leukemia 
acute, proerythroblasts in, prognostic significance, 34 
acute infantile, acute megakaryoblastic leukemia in infants with 
t(1;22)(p13;q13) abnormality, 214 
acute lymphoblastic 
archival bone marrow aspirate slide material to construct a patient- 
specific probe to resolve discordant phenotypes in relapsed acute 
lymphoblastic leukemia, 345 
hand mirror variant of adult acute lymphoblastic leukemia, 526 
acute megakaryoblastic 
acute megakaryoblastic leukemia in infants with t(1;22)(p13;q13) 
abnormality, 214 
carcinoma simulated by, 55 
acute monocytic, with chloroacetate esterase positivity, 41 
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acute myeloid 
bone marrow morphology during induction phase of therapy for 
acute myeloid leukemia, 345 
with chloroacetate esterase positivity, 41 
expression of BA-1(CD24) predicting monocytic lineage in acute 
myeloid leukemia, 345 
use of monoclonal antibodies against primary myeloid granules in 
normal and leukemic cells, 430 
chronic lymphocytic 
diagnostic panel for immunophenotyping B-chronic lymphocytic 
leukemia, 345 
small B-cell lymphoid neoplasms with coexisting T-cell lymphomas, 
424 
chronic myelogenous, DNA analysis in diagnosis of, 46 
hairy cell, diagnosis of bone marrow involvement in paraffin-embedded 
sections, with monoclonal antibody DBA.44, 26 
monocytoid B-cell lymphoproliferative disorder with leukemic pre- 
sentation, 345 
polymerase chain reaction detection of myeloperoxidase mRNA in 
leukemic cells from Wright-stained or unstained smears, 345 
Leukocyte differential, eosinophilic peroxidase deficiency, cytochemical 
and ultrastructural characterization of, 615 
Lewis staining, Peanut agglutinin and Lewis staining of peripheral T- 
cell lymphomas, 345 
Light microscopy, sinonasal hemangiopericytoma, light microscopic and 
immunohistochemical features of, 345 
Lipid conjugated dienes, detection of lipid conjugated dienes and ma- 
londihaldehyde in lipids from human fetal aortas, 345 
Liver 
evidence that hepatitis D virus needs hepatitis B virus to cause he- 
patocellular damage, 554 


histologic changes in liver biopsy specimens produced by recombinant 
interferon a-2b therapy for chronic non-A,non-B viral hepatitis, 
397 


recurrence of syndrome of primary biliary cirrhosis after orthotopic 
liver transplantation, 345 
Low-density lipoprotein, coronary atherosclerosis with near absence of 
high-density lipoprotein cholesterol in Tangier disease, 191 
Lung 
early diagnosis of CMV pneumonitis in lung transplant patients, 345 
late pulmonary complications in adult bone marrow transplant recip- 
ients, 345 
pulmonary smooth muscle and myofibroblastic proliferations, 345 
Lung carcinoma 
correlation of tumor angiogenesis, tumor size, nodal status, and me- 
tastasis in lung carcinoma, 345 
immunohistochemical versus biochemical determination of enolase 
isoenzymes in lung cancers, 88 
Lupus inhibitors, evaluation of DVV test in detection of lupus inhibitors 
in plasma, 345 
Lymph nodes 
giant lymph node hyperplasia, in Castleman’s disease, 630 
pathology of, follicular lymphoma of compartmentalized small cleaved 
center cells and mantle zone lymphocytes, 437 
pericolic, cytokeratin and CC49 staining in pericolic lymph nodes of 
Duke’s B colon cancer patients, 345 
Lymphocytes 
FACSPrep for automated whole-blood lysis and staining as cost-ef- 
fective tool in flow cytometric analysis for lymphocyte surface 
markers, 345 
pediatric lymphocyte subset reference ranges, 345 
Lymphocytosis, major phenotype of large granular T-cell lymphopro- 
liferative disorder, 516 


Lymphoepithelial cyst, of pancreas, 188 
Lymphoma 
composite B-cell and T-cell lymphoma, 387 
Epstein-Barr virus in, 278 
follicular lymphoma of compartmentalized small cleaved center cells 
and mantle zone lymphocytes, 437 
follicular non-Hodgkin’s lymphoma complicating Castleman’s disease, 
633 
large cell, anaplastic, Epstein-Barr virus-associated anaplastic large 
cell lymphoma in renal transplant patients, 312 
monocytoid B-cell lymphoproliferative disorder with leukemic pre- 
sentation, 345 
morphology of postcardiac transplant lymphomas, 345 
Peanut agglutinin and Lewis staining of peripheral T-cell lymphomas, 
345 
progressing from Castleman’s disease, 633 
red pulp splenic infiltrates in peripheral T-cell lymphomas diagnosed 
by splenectomy, 345 
small B-cell lymphoid neoplasms with coexisting T-cell lymphomas, 
424 
Lymphoproliferative disorders 
major phenotype of large granular T-cell lymphoproliferative disorder, 
516 
monocytoid B-cell lymphoproliferative disorder with leukemic pre- 
sentation, 345 
systemic polyclonal B-immunoblastic proliferation with marked pe- 
ripheral blood and bone marrow plasmacytosis, 222 
T-cell, primary Epstein-Barr virus infection with clonal T-cell lym- 
phoproliferation, 324 
Lypholyzed proficiency testing materials, possible matrix effect of ly- 
pholyzed proficiency testing materials when measuring serum 
electrolytes and calculating anion gap, 345 


M 


Machine vision, laboratory automation systems, $3 
Macrophages, bacteria in large activated circulating macrophages on pe- 
ripheral blood smears taken at or near the time of blood culture 
collection, 345 
Magnesium, relations between magnesium levels and atrial natriuretic 
peptide concentrations, 345 
Malondihaldehyde, detection of lipid conjugated dienes and malondi- 
haldehyde in lipids from human fetal aortas, 345 
Mammography, size of ductal carcinoma in situ, pathologic and mam- 
mographic correlative study of, 345 
Mantle-zone lymphoma, follicular lymphoma of compartmentalized 
small cleaved center cells and mantle zone lymphocytes, 437 
Megakaryopoiesis, dysplastic megakaryopoiesis with thrombocytopenia 
and chromosomal aberration, 227 
Melanoma, bleaching protocol in histiologic analysis of melanized ma- 
lignant melanoma, 345 
Metaplasia, patterns of keratin 19 expression in normal, metaplastic, 
condylomatous, atrophic, dysplastic, and malignant cervical 
squamous epithelium, 419 
Metastasis 
acute megakaryoblastic leukemia simulating metastatic carcinoma, 
55 
correlation of tumor angiogenesis, tumor size, nodal siatus, and me- 
tastasis in lung carcinoma, 345 
E-cadherin expression in normal, benign, and malignant tissues of 
female genital organs, 76 
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transplantation of congenital primitive neuroectodermal tumor of fetus 
to uterus of mother, biotin-labeled chromosome-specific probes 
applied in, 345 
Methanol permeabilization methods, flow cytometry terminal deoxy- 
nucleotidyl transferase analysis, evaluation of Triton-X and 
methanol permeabilization methods in comparison to immu- 
nofluorescence microscopic examination for, 345 
Microcarcinoids, in chronic ulcerative colitis, 112 
Microplates, automation in blood banking, $17 
Microscan system, comparison of Kirby-Bauer, Microscan, Pasco, and 
Vitek systems for detection of methicillin-resistant Staphylococcus 
aureus, 345 
Microsporidiosis, pathologic spectrum of microsporidiosis in AIDS, cur- 
rent concepts of diagnosis of Encephalitozoon and Enterocytozoon 
infection and, 345 
Microvillus inclusion, in gastrointestinal microvillus inclusion disease, 
119 
Mitosis, characteristics of mitotic figures in jejunal mucosa of patients 
with celiac disease, 575 
Mixed leukemia, acute lymphoblastic, 526 
Molecular genetics 
automation of in situ hybridization, $39 
molecular genetics of Hunter syndrome, characterization of mutations 
in gene encoding human iduronate-2-sulfatase, 345 
Molecular hybridization, histopathologic and molecular profile of human 
cytomegalovirus infections in patients with heart transplants, 205 
Monoclonal antibodies 
automation and other recent developments in clinical chemistry, $31 
DBA.44, in hairy cell leukemia, diagnosis of bone marrow involvement 
in paraffin-embedded sections, 26 
detection of Pneumocystis carinii and, monoclonal antibody and silver 
staining compared, 13 
use of monoclonal antibodies against primary myeloid granules in 
normal and leukemic cells, 430 
Monoclonal gammopathy, evaluation of serum immunoglobulins by 
protein electrophoresis and rate nephelometry before and after 
therapeutic plasma exchange, 243 
Monocyte count, in Coulter STKS and MAXM, 269 
Morphology, bone marrow morphology during induction phase of ther- 
apy for acute myeloid leukemia, 345 
Morphometry, Helicobacter pylori-related gastritis and gastric ulcer, 569 
Multichannel analyzers, automation and other recent developments in 
clinical chemistry, $31 
Multinuclearity, congenital dyserythropoietic anemia type II diagnosed 
in 69-year-old patient with iron overload, 522 
Multiple myeloma 
BCL-2 rearrangement in multiple myeloma in absence of 14; 18 trans- 
location, 345 
multiple myeloma growth and metabolism, response to insulin and 
IGF-1, 345 
multiple myeloma with tadpolelike cells and rosette formation, 630 
Muscular dystrophy, Duchenne, optimization of DNA extraction for 
formalin-fixed tissue, 98 
Mycobacterium avium-intracellulare, assessment of Mycobacterium av- 
ium-intracellulare infection using blood cultures and bone marrow 
biopsy specimens stained with Kenyon and Fites stains, anti- 
BCG, and anti-M. duvali, effects of liposomal gentamicin therapy 
and, 345 
Mycobacterium haemophilum, evaluation of commercial blood-con- 
taining media for cultivation of, 282 
Myelodysplasia, dysplastic megakaryopoiesis with thrombocytopenia and 
chromosomal aberration, 227 
Myelodysplastic syndrome, refractory thrombocytopenia, 502 


Myeloid granules, use of monoclonal antibodies against primary myeloid 
granules in normal and leukemic cells, 430 
Myeloma 
BCL-2 rearrangement in multiple myeloma in absence of 14; 18 trans- 
location, 345 
multiple myeloma growth and metabolism, response to insulin and 
IGF-1, 345 
Myoepithelioma of the breast, 598 
Myeloperoxidase, polymerase chain reaction detection of myeloperox- 
idase mRNA in leukemic cells from Wright-stained or unstained 
smears, 345 
Myeloproliferative disorders, chronic, DNA analysis in diagnosis of, 46 
Myofibroblastic proliferations, pulmonary smooth muscle and myofi- 
broblastic proliferations, 345 
Myopathy, diagnosis of inflammatory myopathy by percutaneous needle 
biopsy, demonstration of focal nature of myositis and, 345 
Myositis, diagnosis of inflammatory myopathy by percutaneous needle 
biopsy, demonstration of focal nature of myositis and, 345 


N 


Natural killer cells, major phenotype of large granular T-cell lympho- 
proliferative disorder, 516 
NCAM, immunohistochemical versus biochemical determination of 
enolase isoenzymes in lung cancers, 88 
Needle-core biopsy, stereotactic needle-core biopsy of breast lesions, 345 
Neoplasia. See also specific neoplasias 
adrenal cortical neoplasms in children, 382 
black thyroid associated with neoplastic and non-neoplastic diseases, 
345 
c-erbB-2 detection in dysplastic and neoplastic endocervical lesions, 
345 
cervical, human papillomavirus infection and cervical neoplasia in 
human papillomavirus-infected women, 345 
proliferating cell nuclear antigen immunoreactivity in cervical intra- 
epithelial neoplasia, 345 
small B-cell lymphoid neoplasms with coexisting T-cell lymphomas, 
424 
vimentin and keratin staining in low-grade granular renal neoplasms, 
345 
Nephritis, detection of EBV in renal biopsies from patients with idiopathic 
interstitial nephritis, 345 
Neuroendocrine lung tumors, immunohistochemical versus biochemical 
determination of enolase isoenzymes in lung cancers, 88 
Neuroendocrine markers, immunohistochemical versus biochemical 
determination of enolase isoenzymes in lung cancers, 88 
Neutropenia, major phenotype of large granular T-cell lymphoprolif- 
erative disorder, 516 
Neutrophils, Howell-Jolly body-like inclusions in neutrophils of patients 
with AIDS, 345 
Nitrogen mustard, flow cytometry in monitoring immunologic response 
to nitrogen mustard therapy in rheumatoid arthritis, 345 
Non-A,non-B hepatitis. See also Hepatitis C virus 
comparison of Ortho’s EIA and RIBA II tests and, 8 
histologic changes in liver biopsy specimens produced by recombinant 
interferon a-2b therapy for chronic non-A,non-B viral hepatitis, 
397 
Non-small-cell carcinoma, expression of proliferating cell nuclear antigen, 
epidermal growth factor receptor, and cathepsin D in non-small- 
cell carcinoma, 345 
Nonspecific esterase, in acute monocytic leukemia, 41 
Nonspherocytic hemolytic anemia, glucose-phosphate isomerase defi- 
ciency and nonspherocytic hemolytic anemia, 345 
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Nuclear antigens 
evaluation of commercial enzyme immunoassays compared to double 
immunodiffusion for antibodies to extractable nuclear antigens, 
345 
proliferating. See Proliferating nuclear antigens 


O 


O-Acetylated sialomucins, mucin histochemical analysis in interpretation 
of Barrett’s esophagus, 61 

Oncogenes, p53 expression in neoplasms of uterine corpus, 81 

Oncocytomas, renal, 587 

Optimized kinetics, automated immunohistochemical analysis, $35 

Oral anticoagulation, imprecision of prothrombin time monitoring of 
oral anticoagulation, 237 

Ovarian carcinoma, DNA content and proliferative activity in ovarian 
small-cell carcinomas of hypercalcemic type, 579 

Ovarian granulosa cell tumors, DNA content and tumor proliferative 
activity of adult-type ovarian granulosa cell tumors by image 
analysis, 345 


Pancreas 
immunohistochemical characterization of endocrine pancreas in ma- 
ture teratomas and endocrine fetal pancreas, 345 
intraoperative fine-needle aspiration of pancreatic lesions, 345 
lymphoepithelial cyst of, 188 
papillary cystic tumor of pancreas, 476, 478 
serum anodal trypsinogen as marker of pancreas rejection in pancre- 
aticoduodenal renal allografts, 345 
unusual cytoplasmic inclusions in acinar cell carcinoma of pancreas, 
345 
p53 antigen 
expression in neoplasms of uterine corpus, 81 
p53 and c-erbB-2 protein expression in breast carcinomas, 408 
proliferating cell nuclear antigen and p53 antigen expression in gas- 
trointestinal stromal tumors, 345 
Papanicolaou smear 
cell loss in conventional Papanicolaou smear, 345 
comparative staining of Pneumocystis carinii in cytology smears with 
Diff-Quik, Papanicolaou, and silver methenamine, evaluation of 
sensitivity, turn-around time, and cost-effectiveness, 345 
comparison of cytologic diagnoses using conventional Papanicolaou 
smears and parallel thin-layer cervical preparations using four 
collection device modalities, 345 
one-slide, 345 
Papillary cystic tumor, papillary cystic tumor of pancreas, 476, 478 
Papilloma, human papillomavirus-related papillomas of male urethra, 
345 
Paraffin sections 
diagnosis of bone marrow involvement in hairy cell leukemia, with 
monoclonal antibody DBA.44, 26 
DNA analysis by flow cytometric analysis of paraffin-embedded fine- 
needle core biopsy specimens of prostate, 345 
rapid detection of Epstein-Barr EBER1 small nuclear RNA in for- 
malin-fixed, paraffin-embedded tissue by RNA in situ hybridiza- 
tion, 345 
results using paraffin media in hot-start polymerase chain reaction 
technique, 345 
variation in reference cells for DNA analysis of paraffin-embedded 
tissue, 545 
Parathyroid lesions, DNA quantitation in study of, 305 


Pasco system, comparison of Kirby-Bauer, Microscan, Pasco, and Vitek 
systems for detection of methicillin-resistant Staphylococcus au- 
reus, 345 
Pastuerella multocida, Pastuerella multocida endocarditis, 565 
Pathoblasts, pathoblasts as tool for recruiting medical students into pa- 
thology, 345 
Pathogenesis, evidence that hepatitis D virus needs hepatitis B virus to 
cause hepatocellular damage, 554 
Pathology education, | 
pathoblasts as tool for recruiting medical students into pathology, 345 
Patient information system, design of flow cytometry patient information 
system, 345 
Patient-specific probe, archival bone marrow aspirate slide material to 
construct a patient-specific probe to resolve discordant phenotypes 
in relapsed acute lymphoblastic leukemia, 345 
PCNA 
PCNA in prostatic adenocarcinoma, correlation with established 
prognostic indicators, 345 
proliferative cell fractions in cytology specimens, in esophageal car- 
cinoma, 161 
Peanut agglutinin, Peanut agglutinin and Lewis staining of peripheral 
T-cell lymphomas, 345 
Percutaneous needle biopsy, diagnosis of inflammatory myopathy by 
percutaneous needle biopsy, demonstration of focal nature of 
myositis and, 345 
Periosteal hemangioma, 345 
Peripheral blood 
mononuclear cells 
hepatitis C virus in peripheral blood mononuclear cells, 392 
smears, bacteria in large activated circulating macrophages on pe- 
ripheral blood smears taken at or near the time of blood culture 
collection, 345 
Peroxidase, eosinophilic peroxidase deficiency, cytochemical and ultra- 
structural characterization of, 615 
L-Phenylalanine, enzymatic determination of L-phenylalanine in serum, 
345 
Phenytoin, concentrations in predialysis serum compared to postdialysis 
serum, in uremia treated by hemodialysis, 19 
Plasma, evaluation of DVV test in detection of lupus inhibitors in plasma, 
345 
Plasma cell, systemic polyclonal B-immunoblastic proliferation with 
marked peripheral blood and bone marrow plasmacytosis, 222 
Plasma exchange, evaluation of serum immunoglobulins by protein 
electrophoresis and rate nephelometry before and after therapeutic 
plasma exchange, 243 
Plasmapheresis, evaluation of serum immunoglobulins by protein elec- 
trophoresis and rate nephelometry before and after therapeutic 
plasma exchange, 243 
Platelet 
platelet-associated immunoglobulins, 637 
platelet RNA content, 637 
Platelet counting, proficiency testing of platelet counting in Ontario, 231 
Platelet kinetics, dysplastic megakaryopoiesis with thrombocytopenia and 
chromosomal aberration, 227 
Platelet membrane glycoproteins, 455 
Platelets(s), rapid method to isolate platelets from human blood by density 
gradient centrifugation, 531 
Ploidy. See DNA ploidy 
Pneumocystis carinii 
comparative staining of Pneumocystis carinii in cytology smears with 
Diff-Quik, Papanicolaou, and silver methenamine, evaluation of 
sensitivity, turn-around time, and cost-effectiveness, 345 
detection of, monoclonal antibody and silver staining compared, 13 


A.J.C.P. * December 1992 


666 
P 
| 


INDEX OF 


SUBJECTS 


Pneumonitis, early diagnosis of CMV pneumonitis in lung transplant 
patients, 345 
Polycystic kidney disease, Pastuerella multocida endocarditis, 565 
Polymerase chain reaction 
automation and other recent developments in clinical chemistry, S31 
comparison of polymerase chain reaction to Southern analysis for 
detection of immunoglobulin, heavy chain, gene rearrangements, 
345 
hepatitis C virus in peripheral blood mononuclear cells, 392 
histopathologic and molecular profile of human cytomegalovirus in- 
fections in patients with heart transplants, 205 
immunoglobulin heavy chain gene rearrangement study by, in colonic 
adenocarcinoma, | 16 
influence of Epstein-Barr virus genomes on patient survival in Hodg- 
kin’s disease, 319 
optimization of DNA extraction for formalin-fixed tissue, in Duchenne 
muscular dystrophy, 98 
polymerase chain reaction detection of myeloperoxidase mRNA in 
leukemic cells from Wright-stained or unstained smears, 345 
predictive value of human papillomavirus DNA detection by filter 
hybridization and polymerase chain reaction in women with 
negative results of colposcopic examination, 489 
results using paraffin media in hot-start polymerase chain reaction 
technique, 345 
Portable clinical analyzer, evaluation of portable clinical analyzer in 
emergency department setting, 345 
Potassium, evaluation of falsely normal potassium in thrombocytosis, 
345 
Primitive neuroectodermal tumors 
DNA analysis of primitive neuroectodermal tumors, 345 
transplantation of congenital primitive neuroectodermal tumor of fetus 
to uterus of mother, biotin-labeled chromosome-specific probes 
applied in, 345 
Proerythroblasts, in acute erythroleukemia, prognostic significance, 34 
Proficiency testing, proficiency testing of platelet counting in Ontario, 
231 
Progesterone receptors 
p53 and c-erbB-2 protein expression in breast carcinomas, 408 
quantitation, by immunocytochemical and image analyses, 105 
Prognostic factors 
correlation of image analysis determination of DNA content of en- 
dometrial adenocarcinoma with standard prognostic factors, 345 
favorable prognostic indicators in mucinous carcinoma of breast, 345 
influence of Epstein-Barr virus genomes on patient survival in Hodg- 
kin’s disease, 319 
PCNA in prostatic adenocarcinoma, correlation with established 
prognostic indicators, 345 
Proliferating cell nuclear antigen 
analysis of proliferative fraction in infiltrating ductal breast carcinoma 
using proliferating cell nuclear antigen in formalin-fixed embed- 
ded tissue, comparison with S-phase flow cytometric analysis, 
345 
assessment of proliferation in prostatic adenocarcinomas with prolif- 
erating cell nuclear antigen, 345 
expression of proliferating cell nuclear antigen, epidermal growth factor 
receptor, and cathepsin D in non-small-cell carcinoma, 345 
proliferating cell nuclear antigen and p53 antigen expression in gas- 
trointestinal stromal tumors, 345 
proliferating cell nuclear antigen immunoreactivity in cervical intra- 
epithelial neoplasia, 345 
Prostate 
DNA analysis by flow cytometric analysis of paraffin-embedded fine- 
needle core biopsy specimens of prostate, 345 


growth and differentiation of normal prostatic glandular epithelium 
in collagen gel culture, 345 
Prostate-specific antigen, follow-up of patients with elevated serum pros- 
tate-specific antigen levels and negative initial prostate biopsies, 
345 
Prostatic adenocarcinoma 
assessment of proliferation in prostatic adenocarcinomas with prolif- 
erating cell nuclear antigen, 345 
PCNA in prostatic adenocarcinoma, correlation with established 
prognostic indicators, 345 
Protein(s) 
detection of cytoskeletal proteins immunoreactivity in cerebrospinal 
fluids of pseudotumor cerebri patients, 345 
evaluation of serum immunoglobulins by protein electrophoresis and 
rate nephelometry before and after therapeutic plasma exchange, 
243 
Protein A immunoadsorption 
protein A immunoadsorption therapy for patients with acute and 
treatment-resistant immune thrombocytopenic purpura, 345 
treatment of patients with chemotherapy-associated thrombocytopenic 
purpura/hemolytic uremic syndrome with protein A immu- 
noadsorption, 345 
Protein chemistry, automation and other recent developments in clinical 
chemistry, $31 
Proteinuria, quantitative assessment of proteinuria from urinary protein/ 
osmolality ratio in random urinalysis, 345 
Prothrombin, evaluation of liquid thromboplastin reagent for pro- 
thrombin testing, 345 
Prothrombin time, imprecision of prothrombin time monitoring of oral 
anticoagulation, 237 
Pseudocysts, lymphoepithelial cyst of pancreas, 188 
Pseudo-Gaucher histiocytes, congenital dyserythropoietic anemia type 
II diagnosed in 69-year-old patient with iron overload, 522 
Pseudosarcomatous tumors, of lower urinary tract, 269 
Pseudotumor cerebri, detection of cytoskeletal proteins immunoreactivity 
in cerebrospinal fluids of pseudotumor cerebri patients, 345 


Q 


Quality assurance, laboratory report forms for HIV-1 antibody testing, 
199 


Quality control 
method for independent assessment of accuracy of hematology whole- 
blood calibrators, 623 
standards, proficiency testing of platelet counting in Ontario, 231 
Quality improvement, laboratory report forms for HIV-1 antibody testing, 
199 


R 


Radiation exposure, determination of pathologist’s radiation exposure 
dose from radioimmunoguided surgery tissue specimens, 345 

Radioimmunoassay, comparison of radioimmunoassay and enzyme 
immunoassay for salivary cotinine detection with gas chromato- 
graphic assay, 345 

Radioimmunoguided surgery, determination of pathologist’s radiation 
exposure dose from radioimmunoguided surgery tissue specimens, 
345 

Rapid methods 

comparison of latex agglutination test for Clostridium difficile and 

rapid enzyme immunoassays for clostridial toxins versus tissue 
culture assay for cytotoxin B in stools of patients suspected of 
having C. difficile-associated diarrhea, 345 
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rapid detection of Epstein-Barr EBER1 small nuclear RNA in for- 
malin-fixed, paraffin-embedded tissue by RNA in situ hybridiza- 
tion, 345 
rapid method to isolate platelets from human blood by density gradient 
centrifugation, 531 
rapid therapeutic monitoring of anticonvulsants in whole blood using 
Biotrak turbidimetric latex agglutination assay, 345 
Recombinant immunoblot assay, recombinant immunoblot assay in as- 
sessment of hepatitis C virus infections, 345 
Recurrence, evidence that hepatitis D virus needs hepatitis B virus to 
cause hepatocellular damage, 554 
Red blood cells 
automation in blood banking, $17 
coherence, automation in blood banking, $17 
method for independent assessment of accuracy of hematology whole- 
blood calibrators, 623 
Refractory thrombocytopenia, 502 
Renal cell carcinoma 
renal oncocytoma versus renal cell carcinoma, 587 
Report content, laboratory report forms for HIV-1 antibody testing, 199 
Reticulocytes, comparison of flow cytometric analyses of reticulocytes 
versus manual method, 345 
Reverse transcription, hepatitis C virus in peripheral blood mononuclear 
cells, 392 
Rheumatoid arthritis, flow cytometry in monitoring immunologic re- 
sponse to nitrogen mustard therapy in rheumatoid arthritis, 345 
Rheumatologic disorders, anti-glycosphingolipid autoantibodies in 
rheumatologic disorders, 345 
RIBA II band patterns, EIA compared with, for hepatitis C testing, 8 
Richter’s transformation, small B-cell lymphoid neoplasms with coex- 
isting T-cell lymphomas, 424 
Robotics 
automation and other recent developments in clinical chemistry, $31 
laboratory automation systems, $3 
Rosettes, cellular 
in multiple myeloma, 630 


S 


Sample preparation, reproducibility study of ThinPrep sample prepa- 
ration process, 345 
Sarcoma, epithelioid, vimentin-negative, 345 
Selective medium, evaluation of commercial blood-containing media 
for cultivation of Mycobacterium haemophilum, 282 
Sensitivity, comparative staining of Pneumocystis carinii in cytology 
smears with Diff-Quik, Papanicolaou, and silver methenamine, 
evaluation of sensitivity, turn-around time, and cost-effectiveness, 
345 
Serum electrolytes, possible matrix effect of lypholyzed proficiency testing 
materials when measuring serum electrolytes and calculating an- 
ion gap, 345 
Serum ferritin assay, serum ferritin measurement and degree of agreement 
using four techniques, 511 
Serum protein electrophoresis, evaluation of serum immunoglobulins 
by protein electrophoresis and rate nephelometry before and after 
therapeutic plasma exchange, 243 
Sialosyl-Tn antigen, distribution in normal tissues and expression in 
adenocarcinomas, 167 
Silicone 
silicon arthroplasty, 594 
silicone identification in soft tissues by electron probe X-ray micro- 
analysis, 345 
silicone osteolysis after anthroplasty, 594 
silicone synovitis, 594 


Silver methenamine, comparative staining of Pneumocystis carinii in 
cytology smears with Diff-Quik, Papanicolaou, and silver meth- 
enamine, evaluation of sensitivity, turn-around time, and cost- 
effectiveness, 345 

Silver staining, detection of Pneumocystis carinii and, monoclonal an- 
tibody and silver staining compared, 13 

Single-chain urokinase, excessive fibrinolysis in amyloidosis associated 
with elevated plasma single-chain urokinase, 534 

Skeletal angiomatosis, 345 

Small-cell carcinoma, DNA content and proliferative activity in ovarian 
small-cell carcinomas of hypercalcemic type, 579 

Small intestine, stromal tumors of small intestine, clinicopathologic and 
immunohistochemical studies of, 345 

Smear 

bacteria in large activated circulating macrophages on peripheral blood 
smears taken at or near the time of blood culture collection, 345 

comparative staining of Pneumocystis carinii in cytology smears with 
Diff-Quik, Papanicolaou, and silver methenamine, evaluation of 
sensitivity, turn-around time, and cost-effectiveness, 345 

Papanicolaou. See Papanicolaou smear 

polymerase chain reaction detection of myeloperoxidase mRNA in 
leukemic cells from Wright-stained or unstained smears, 345 

proliferative cell fractions in cytology specimens, in esophageal car- 
cinoma, 161 

Smooth muscle, pulmonary smooth muscle and myofibroblastic prolif- 
erations, 345 

Soft tissues, silicone identification in soft tissues by electron probe X- 
ray microanalysis, 345 

Software, automated review of blood donor screening test patterns at 
regional blood center, 334 

Southern analysis, comparison of polymerase chain reaction to Southern 
analysis for detection of immunoglobulin, heavy chain, gene 
rearrangements, 345 

Sperm, prefixation, preembedding immunogold labeling of live human 
sperm, 345 

S phase, DNA content and proliferative activity in ovarian small-cell 
carcinomas of hypercalcemic type, 579 

Sphenoocciput, chordomas and chondroid tumors of sphenoocciput, 345 

Spindle cell hemangioendothelioma, nonspecific nature of spindle cell 
hemangioendothelioma, 545 

Splenectomy, red pulp splenic infiltrates in peripheral T-cell lymphomas 
diagnosed by splenectomy, 345 

Splenic infiltrates, red pulp splenic infiltrates in peripheral T-cell lym- 
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